S.49~St.  Mary's  Catholic  Church 
St.  Petersburg.  Fla. 
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St.  Mary's  was  the  first  Catholic  Church  in 

St    Petersburg,   Fla.    The  new   Church  was  t 

erected  in  1929  with  the  architecture  of  Roman  ° 

style.    It   is   a   partial   replica   of   a   Roman  5 

Basilica.  ^ 
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